Float coal dust was present on the surface along
the No. 7 belt conveyor beginning from the tail
roller and extending inby for approximately 20
feet from rib to rib.

The abatement time is shown as 8:00 a.m., October 29, 1981.
Docket No. WEVA 82-96-R

Citation No. 888864, October 28, 1981, 10:15 a.m., cites an alleged
violation of 30 CFR 75.400, and the condition cited is as follows
(Exhibit G-4):

Loose coal and coal dust 3 to 18 inches in depth
were present along the 3rd left section belt con-
veyor beginning 25 feet outby the 2nd fall and extending
inby for approximately 100 feet.

The abatement time is shown as 8:30 a.m., October 29, 1981.
Docket No. WEVA 82-97-R

Citation No. 888865, October 28, 1981, 11:40 a.m., cites an
alleged violation of 30 CFR 75.503, and the conditions cited are as
follows (Exhibit G-5):

The electrical face equipment 32.Lee Norse continuous
mining machine serial no. 3686 approval no. 2F1769A-2
in the 3rd left section (018-0) was not being maintained
in permissible condition in that an opening in excess of
.004 inches (.005 inches) was present in the phone flange
joint of the main contactor panel.

The abatement time is shown as 11:45 a.m., October 28, 1981, and
the citation form contains a notation "Repairs were made to the electrical
face equipment returning it to permissible condition.  10/28/81, 11:45,"

Pocket No. WEVA 82-99-R

Citation No. 888867, October 28, 1981, 11:30 a.m., cites an alleged
violation of 30 CFR 75.400, and the condition cited is as follows (see
copy of citation attached to the pleadings):

Float coal dust was present on
No. 7 entry return aircourse o
beginning at survey station No.
outby for approximately 800 feet
the connecting crosscuts.

The abatement time is shown as 8:10 a.m.,

1753 conveyor has been replaced".
